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CIRCULAR  LETTER  DKCQ:  i-87-173 
TO: 


com 


All  City  and  Town  Clerks  in  Massachusetts 

FROM:    Irene  R.  McManus,  M.P.H. 
Director 

Division  of  Health  Care  Quality  UflhTTSity  ot  M~$S"^hnc  h 

DATE:    January  30,  1987  Copy  * 

RE:       Laboratories  Approved  to  Perform  Premarital  Syphilis 
and  Rubella  Serologies 


******************************************************************************* 


Attached  is  a  list  of  clinical  laboratories  approved  to  perform  the  re- 
quired serological  test  for  syphilis  and  optional  serological  test  for  rubella 
prior  to  issuance  of  a  premarital  medical  certificate.    Approval  is  granted  for 
calendar  year  1987. 

This  list  is  not  all  inclusive.    It  should  be  used  as  a  guide  by  all  City 
and  Town  Clerks  in  Masachusetts .    The  back  side  of  the  premarital  medical 
certificate  form,  PH-V6,  lists  categories  of  approved  laboratories.  Briefly, 
any  of  the  following  is  an  approved  laboratory: 


A)  Laboratories  and  blood  banks  licensed  in  Massachusetts. 

B)  Laboratories  of  the  Armed  Forces,  Public  Health  Services,  and 
Veterans  Administration. 

C)  Laboratories  in  other  states  that  are  Medicare  certified  or  CLIA 
licensed. 

D)  Laboratories  licensed,  certified,  approved  and/or  operated  by 

or  for  a  state  Department  of  Public  Health,  District  of  Columbia, 
New  York  City,  or  Territorial  Health  Department  of  the  United 
States . 


E)    Laboratories  of  the  Provincial  Health  Departments  of  Canada. 


* 
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Questions  about  these  laboratories,  or  the  approval  process,  may  be 
directed  to  the  Office  of  Operations  Administration  at  the  address  above  or  at 
727-5860. 

Additional  PH-V6  forms  may  be  obtained  from  the  state  laboratories  by 
calling  522-3700,  Extension  116. 


IRM/LC/KRO/t 
Enclosure 
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Laboratories  Approved   to   perform  Premarital    and  Prenatal 
Syphilis   Serology   and/or    Rubella   Serology   during  1987. 


City /Town 


La  bo  r  a  t  o  r  y   N  a  fa  e 


Syphilis  Rubell 


Ac  t  on 
Adams 

flfflesbury 

Awther-st 

At  hoi 

At  t lekoro 

flyer 


Wed  i  — C  h  e  c  k  y  e  s 

Northern  Ber-ksh  a  r-e  Laboratories,  d/b/a/  yes 
N  B  Labs 

Internal    Medical    Assoc i  at es,  PC  yes 

A rn e s b u r  y   H o s p  i  t  a  1  ye S 

University   Health   Service  yes 

At  h o 1    Kemor i a  1   Hoe  p  it  si  yes 

St  ur  riy   Memor  i.  a  1    Hosp  i  t  a  1  yes 

Nashoba   Community   Hoe  pit al  yes 


no 
no 

no 
y  e  s 
y  e  s 
yes 
y  e  s 
yes 


Belmont  McLean  Hospital  yes  yes 

Beverly  Sever 1 y  Hospital  yes  yes 

Boston  First    Me-d  l  c  a  1    Service  yes  no 

Boston  Beacon  Medical    Lab,     Inc.  yes  yes 

Boston  Met  pat  h    I  nc.    DBA  St  at    Toxicology   Service  yes  no 

Boston  Biomedical    Lab  yes  yes 

Boston  Beth    Israel    Hospital  yes  no 

Boston  Boston  City   Hospital    Clinical    Immunology   yes  yes 

L  a  b 

Boston  Brigham   &  Women* s   Hospital    & 1 ood   Bank  yes  no 

Bostori  Brigham   &   Women's   Hospital    Virology  no  yes 

Boston  C&rr,E:y   Hospital  yes  yes 

Bostori  Children's  Hospital    Medical    Center    —  yes  no 

Hematology  L3J=> 

Boston  Children's  Hospital    -   Diagnostic  no  yes 

Virology  Lab 

Bostori  Columbia  Point   Health   Center  yes  no 

Boston  Dana  Farber   C^ricer    Inst.,    Blood  yes  no 

Component 
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LaborstorieB  Approved   to   perform  Premarital    and  Prenatal 
Syphilis  Serology   and/or   Rubella   Serology   during  1987. 


City /Town 


Laboratory  Name 


Syphilis        Rube 11 


Best on 
Bost on 
Bost on 
Bost  on 
Bost on 
Bost  o  n 

Boston 
Bost  on 
Bost  on 
Bost  on 

Bost  on 

Boston 
Bost  on 
Bost  on 
Bost  on 

Boston 

Bost  on 

Bost  on 
Bost  on 

Bost  on 
Bost  on 
Bost  on 


Dimock   Community   Health   Center  yes 

East    Boston   Neighborhood   Health   Center  yes 

Faulkner   Hospital  yes 

Fenway   Community   Health   Center-  yes 

Hahnemann   Hospital  yes 

Harvard  Street  Neighborhood  Health  yes 
C  ent  er 

Mass-    Osteopathic    Hospital  yes 

Jew 1 sh   Memor l a  1    Hosp 1 1  a  1  yes 

Kennedy   Memorial    Hospital  yes 

Massachusetts  Eye  &  Ear  Infirmary  —  yes 
Coolidge  Clinical  Lab 

Massachusetts  General  Hospital  —  yes 
Bacteriology  Lab 

Mattapan   Community   Health   Center  yes 

New  England   Baptist    Hospital  yes 

New   England   Deaconess  Hospital  yes 

New  England  Medical  Center  Hospital  -  yes 
Clin  Microbio  Lab 

Northeastern  Umv  -  Lane  Health  Service  yes 
—  Clinical  Lab 

Row bury  Comprehensive  Community  Health  yes 
Cent  er 

Roxbur-y   Medical    Lab  yes 

St.  Elizabeth's  Hospital-  Microbiology  yes 
Lab 

St.    Margaret's   Hospital    for    Women  yes 

South   End   Community   Health   Center  yes 

University   Hospital    -   Dept.    Lab  Medicine  yes 


no 

yes 

no 

no 

y  e  s 

yes 

y  e  s 
yes 
yes 
no 

yes 

yes 
yes 
ves 


yes 
no 

y  e  s 

yes 

yes 

no 

no 
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Laboratories  Approved   to  perform  Pr  -ernar  i  t a  1    arid  Pr  en  at  a  1 
Syphilis  Serology    arid /or    Rubella   Serology   dun  rig  1S67. 


City /Town 


Laboratory  Name 


Sy  ph  ills        R u  be 11a 


Bost  ori 

Bost  on 
Bost  ori 

Bost  ori 
Bo urne 
Br  a  i  nt  r  ee 
Br ockt on 
Brock  tori 
Brock  t  ori 
Brock  tori 
Br ockt  on 
Brockt  ori 
Brook  1  i  rie 
Brook  1 i ne 
Bu  r  1  i  rig  t  ori 
Cambr  i  dge 
Cambr i  dge 
Cambr  i  dge 

Cambr i dge 
Cambridge 
Carnbr  i  dge 
Cambr  i dge 
Che 1 msford 
Che 1 sea 


Veterans  Administrat ion  Hospital  - 
Jamaica  Plain 


yes 


Veterans  Adwiinstrat  ion  Out  cat  a  erit    Clinic  yes 

West  Roxbury  ••'  Brockton  V.  A.  Medical  yes 
Cent er 

West  Roxbury  Medical  Associates  Lab  Inc.  yes 
B  a  r  r i  s  tab!  e  C  o  u  n  t  y   Hospital  y  e  s 

Br a  i  nt ree  Ho s  p i  t a 1  y  e s 

Goddard  Medical   Associates  Lab  y 
Plymouth   Medical    Associates  Lab 
Bio—St at  Lab 
Brockt on  Hospital  Lab 
Car  d  i  n  a  1   Cu sh  i  n g   Gener  a  1    Ho s p i  t  a  1 
Med l c  a  1 ab 

North  Shore  Medical    Lab.,  Inc. 
Broo k 1 i  ne  Ho  s  p 1 1  a  1 
Lahey  Clinical    Medical  Center 
B i  or  an  Med  i ca 1   La b 
Cambr ido e   Ho sp i t a 1 

Harvard   University   Health   Services  — 
C 1 i  n i  c a  1  Lab 

M.  1.7.    Medical  Department 

Mt .    flub u m   Hospital  y e s 

Sane t a   Maria   Hospital  yes 

Youville   Hospital  yes 

ChelmEf ord   Medical    Lab.,     Inc.  yes 

Chelsea  Memorial  Health  Care  Ctr  of  Mass  yes 
General  Hospital 


no 


no 


es 
yes 
y  e  s 
yes 
yes 
yes 
yes 
yes 
yes 
y  e  s 
yes 
yes 


es 


no 


rio 


no 


no 


yes 

no 

yes 

no 

no 

no 

yes 

yes 

no 

no 

yes 

no 

yes 

yes 

no 
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Laboratories  Approved   to   perform  Premarital    arid  Prenatal 
Syphilis   Serology   arid /or*   Rubella   Serology   during  X3S7. 


City/Towfi 


L  a  bora t  o r y  Name 


Sy  phi  1 i  s        Ru  be 1 1 


CI  in  ton 
Concord 
Danver  s 
Everett 
Fall  River 
Fall  River- 
Fall  River 
Fa 1 mouth 
Fit  ch bur c 
Fit .  chbur g 
Fr  ami  ngham 
Fr ami ngham 
Ga  r  drier 
Glo ucester 
Great 

Bar  r  i  ngt  on 
Gre-^rif  i  e  1  d 
Breenf i eld 
Had  ley 
Haverhi 1 1 

Haver hi  1 1 
Holder. 
Ho  1  den 
Hoi yoke 
Hoi yoke 
Hy  ar»r<  i  s 


yes 
yes 
yes 
yes. 


y 


CI  i  nt  ori  Hosp i  t  a  1  yes 

Enter  eon  Hospital  y  e  s 

Danvers  Clinical   Lab.,    Inc.  yes 

Wh  i d  d  en  Mentor  i a  1    Ho 5 p i  t  a  1  yes 

Chariton   Memorial    Hospital  yes 
Hanover  Medical    Lab.,  Inc. 
St .    flwie' s  Hosp  i  t  a  1 
F  a  1 mout  h  Hosp it  a  1 
&  {.   R  Enterprises  Lab 
Burbank  Hospital 

Fr  ami  rig  ham  Union  Hospital    Lab  yes 

Frarningham  Union  Hospital    -  Blood  Bank  yes, 

Henry  Heywood  Memorial     Hospital  yes 

Add i son  Gi 1 ber  t    Hosp i t a 3  yes 

Fairview  Hospital  yes 

F  r  an  k  1  i  n  Medical    Cent  er  L  a  b  y  e  s 

Greenfield  Clinical   Lab  yes 

Hampshire  Medical    Lab.,     Inc.  yes 

Community  Labs.,  Inc.  d/b/a  W.  E.  Med.  yes 
Lab 

Haverhill    Municipal    {Hale)    Hospital  yes 

Hc<ldern  Medical    Lab.  ,     Inc.  yes 

Holderi   District    Hospital  yes 

Hoi yoke  Hospital  yes 

Prov i d ence  Hospital  yes 

Cape  Cod   Hospital  yes 


no 

yes 

yes 

yes 

yes 

r»o 

no 

yes 

yes 

yes 

no 

yes 

yes 

yes 

no 

yes 
yes 
no 
yes 

y  e  5 

no 

yes 

yes 

y  e  s 

yes 


L 
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Laboratories   Opproved   to   perform  Premarital    and  Prenatal 
Syphilis    Serology    and/or   Rubella   Serology   during  1SS7. 


City /Town 


Laborat  o  r  y   f -i a rn e 


Sy  ph i  1  is        Rube  11a 


H  yci  ft  ni  s 
Lawrence 
Lawrence 
Leorni  nster 
Le>:  1  ngt  on 
Le>:  i  ngt  on 
Lowe  1 1 
Lowe 1 1 
Lowe 1 1 
Lud 1 ow 
Lynn 
Lynn 

Lynn"f  i  e  1  d 
Ma  1  den 
Mai  den 
Mai  den 

Ma  1  deri 
Mansf  i eld 
Mart- 1  ehead 
Mar  1 boro 
Marl boro 
Mar  1 boro 
Med ford 
Med ford 
Me 1 rose 


Franey  Medical    Lab  yes; 

Lawrence  General   Hospital  yes 

Merrimack   Medics- 1    Lab,  Inc.  yes 

Leom  i  ns t  er  Hosp  i t  a  1  yes 

Lexington  Medical    Lab,    Inc.  yes 

f -J  a  t  i  on  a  1    Lab  y  e  5 

Lowell    General    Hospital  yes; 

St.    John's   Hospital  yes 

St .    J  o  s  e  p  h  *  s  H  o  s  p  i  t  a  1  y  e  s 

Ludlow   Hospital  yes 

At  larit  trare  Medical    Center    (Boston  St.  )  yes 

At  1  ant  i  c  ar  e  Med  i  ca  1  Cent  er  •:  Lywif  i  e  1  d  yes 
St  .  ) 

Enaco,    Inc.    Lab  yes 

Faulkner   Medical   Lab,    Inc.  yes 

Mai  deri   Med  1  c  a  1    Lab,     I  nc  -  yes 

Med  i  c   Clinical    Lab  yes 

Mai  deri  Hospital    Lab  yes 

Clinical   Science  Lab,    Inc.  yes 

Mary   A.    Alley   Hospital  yes 

M  a  r 1 boro  Hospital  ye s 

Associates   Medical    Lab,     Inc.  yes 

Regional  Emergency  yes 
Lawrence   Memorial    Hospital    of   Medford  yes 

Med ford   Medical   Lab,    Inc.  yes 

Me I r ose-Wakef i e 1 d   Hospital  yes 


yes 


yes 


no 


yes 


yeir 


no 


ye; 


yes 

no 

no 

no 

yes 

yes 

no 

yes 

y  e  s 

yes 

y  e  s 

yes 

yes 
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Laboratories  Approved   to   perform   Premarital    arid  P'renat 
Syphilis-   Serology    arid/or    Rubella    Serology   during  1987 


Cit y /Town 


L&bo r  a t ory  N a ra e 


By  ph  i 


Me 1 rose 

Met  h  ueri 

Met  huen 

Mi dd 1 ebor  o 

Mil  ford 

Mil  ford 

Mi  It  or. 

Milt  or. 

Mi  It  or. 

Montague 

Nar.t  uc  ket 

Nat lck 

Natick 

Needh  am 

New  Bedford 

New  Bedford 

N  e  w  b  u  r  y  p  o  r  t 

Newt  on 

Nor  f ol k 

North  Adams 

Nor  t  h   nit  t  1  eboro 

Nor  t  h  ampt  or. 

Morwe 1 1 

Nor  wood 

Nor  wood 

Nor  wood 


Mel— Wake  Health   Services,     I  no.  yes- 

Bon  Sec our 5  Hoe pit  a  I  yes 

Merrimack  Valley  Clinic  Lab  yes 
St  .    Luke*  s  Hospital    of  Middleborough   Lab  yes 

Bio— Lab,  Inc.  yee 
Mi  1 f or d— Wh  j t  i nsv i 1 le    Reg i on a 1    Hospi t  a  1  yes 

Cor -Med  i c  a  1    Lab  yeq 

M  i  2  t on  Med i ca 1   L a b  ye b 

Mi  It  or.  Ho  s  p  i  t  a  1  ye  s 

Farreifi  Memorial   Hospital  yes 

Nantucket   Cottage  Hospital  yes 

Leonard  Morse  Hospital  yes 

N  e  wt  on  Welle  5 1  e  y   M  e  d  i  e  a  1    L  a  b  y  e  b 

G 1  over    Memor i a  1    Ho s p i t  a  1  y e B 

Parkwood  Hosp i t a 1  yes 

St  .    Luke* b  Ho b p i  t  a  2  y  e  b 

Ann  a   Jaque  b  He-  b  p  i  t  a  2  y  e  b 

Newt  on— We 1 1 es 1 ey   Hoe  p 1 1  a  1  yes 

South wood  Community  Hospital  yes 

North   Adams   Regional    Hospital  yes 

Robert    F .    Botts   M. D. P, C.    Lab  yes 

Coo ley  Dickinson  Hospital  yes 

South   Shore  Medical    Center-  yes 

Norwood   Hospital    Lab  yes 

Norwood   Hospital    Lab  yes 

Norwood  Clinical   La b  y e s 
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Laboratories   Approved   to   per -form  Premarital    arid  Prenatal 
Syphilis   Serology    arid/or    Rubella   Serology   dun  1367. 


Ci  t  v/Towr. 


i_  a  bor  a  t  orv  N  a  me 


»y  ph  :i  1  i  <=. 


Rubel 1 


Oak  Bluffs 
Or  1  earis 
Gw  ford 
Pa  1  mer 
Pea body 
Pea body 
Pitt  ef  i eld 
Pitt sf ield 
PittEfield 
P I  yroout  h 
Prov  i  ric  et  own 

Qui  ricy 
Rarido  1  ph 
Rut  1  arid 
Sa  1  em 
Somerset 
Sa 1 l Ebury 
So  u  t  hbr  i  dge 
Scut hw  i  c  k 
Spy  i'figf  ield 
Spr  i  rig  f  ield 
Spr  ifigf  ield 
S  p  r  i  ri  g  f  i  e  1  d 
Spr  i  rig  f  i  e  i  d 
Spr  i  rig  field 


Martha's    Vineyard   Hospital  yes 

R  a  i  ney   Medical    L  a  b  y  e  s 

Omega   Medical    Lab,     I  nc .  ye& 

Wing   Memorial    Hospital  yes 

fit  1  a  rit  i  c   Med  i  c  a  1    Lab,     I  ric  .  y  e s 

J.         Thomas  Hospit  al  yes 

Ber  ksh  i  re  Med  i  c  a  S    Cent  er  yes 

H.  1  1  crest    Hospital  yes 

Cars ber r a  C 1 1  n  i  c  a  1   L  a  b  y  e  s 

J  o  r  d  a  r  <  H  o  s  p  i  t  a  I  y  e  s 

Health  fissociates  of  P'rov i ncet own  Lab,  yes 
I  rc. 

Fumance  Brook  Medical   Lab  yes 

I  nt  emat  l  on  a  1    CI  ini  c  a  1    Lab  New  Erig  1  arid  yes 

Rut  1  arid   He  i  gh t  s  Hosp  i t  a  1  yes 

Salem  Medical    Lab  yes 

Diagnostic  Test  :i.  rig.    Inc.  yes 

Pri mar i care  Lab  yes 

H  a  r  r  i  ri  g  t  on  Memo  r  i  a  1    Ho  s  p  1 1  a  1  yes 

College   Highway   Family   Practice,    P. C.  yes 

Family   Care  Medical    Center  yes 

Pro    Med    Lab  yes 

Medical    Center   Lab,     Inc.  yes 

Valley   Medical    Lab,     Inc.  yes 

The  Williams  Lab,    Inc.  yes 

Bay state  Medical  Centev — Division  of  yes 
M i c  r  ob  i  o I ogy 


no 
no 
y  e  s 
yes 

yes 

no 

yes 

no 

no 

yes 

no 

yes 

yes 

no 

yes 

yes 

yes 

yes 

no 

no 

yes 

no 

no 

no 

yes 
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Laboratories-  Approved   to   perform  Prewar  it  a  1    arid  Prenatal 
Syphilis   Serology   arid/or   Rubella   Serology   during  1387. 


City /Town 


. a bor at  orv  Name 


Sy  ph i  1  i  s        R u be  1  1 


Spr  i  rig  f  l  e  1  d 

Spr  rdgf leid 

St  oneham 

St  ought  or. 

Swampscot t 

Taunt  on 

Tew k3 bury 

Wal tham 

Wa  1th  am 

Wal tham 

Ware 

Wareh  am 

We  bet  er 

West wood 

Weet  field 

West  field 

S  o  u  t  h   W  e  y  m  o  u  t  h 

Wi  rich  end  on 

Wi  Ache  =  ter 

Wi  richest  er 

Wi  rit  hrop 

Wobu  rn 

Wobu  r r 

Wore est  er 
Wore est  er 


M e  r c  y  Hospital 

Springfield   Muni  e  i  p:<a  1  Hospital 

Neov   E rig  1  arid    htewor  i  a  1    Hosp i  t  a  1 

b'odd  ar  d   Memor  i  a  1    Hosp  i  t  a  1 

Po  1  y  — M ed .    Lab,     I  nc  . 

Mo r t  oti  Ho  spiral 

Tewksb u r  y   H o s  p  1 1  a  1 

Wal tham   Hospital  Clinical 

Smith   Kline   Bio— Science  Lab 

Ge  ne  r  a  1    Med i c  a  1    Lab,     I nc . 

Mar  y  Lane  Ho  sp  i t  a  I 

Tofaey   Hosp  it  al 

Hubbard   Regional  Hospital 

Damon  Clinical    Lab,  Inc. 

Noble  Hospital 

Western  Massachusetts  Hospital 
S  o  u  t  h   S  h  o r  e  H o  s  pita  1 
Winchendon   Health  Center 
Winchester    Hospital.  Inc. 
W i  richest  er   Med  i  ca  1    Lab,     I  nc  . 
Winthrop  Hospital 

Ch oat e—Sy mines  Health  Services,  Inc. 
Ch  c<  a  t  e  D  i  v  i  s  i  on 

Health   Resources   Corporat i on   —  New 
England   Rehab  Hospital 

New  England  Pathology  Services,  I nc 
Bio  Medical  Lab 


yes 
yes 
yes 
yes 
yes 
yes 
yes 
yes 
yes 
yes, 
yes 
y  e  s 
yes 
yes 
yes 
yes 
yes 
yes 
yes 
yes 
yes 
yes 

yes 

yes 
yes 


TiO 


yes 


no 


•es 


ye; 


yes 


ye« 


ye; 


y  e  s 


no 


yes 


no 


yes 
yes 
yes 
y  e  s 

no 

yes 

yes 
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Lsboratories  fipprcwed   to   perform  Premarital    arid  Preriatai 
Syphilis  Serology    and/or   Rubella   Serology   duririg  1387. 


Cit  y/TowTi 


Laboratory  Name 


Sy  ph  Uis        Ru  be  lis 


Wore  est  er 
Worcest er 
Wor  cest  e  r 

Worcest  er 
Worcest  er 
Wor cest  e  r 

Wor cest er 

Worcest  er 
Wore  est Br 


Phys-iciari' Cor  per  at  1 ve   Lab,  Ir<c. 

Pat  bo  1  ogy  Assoc i  at  es  L  a b,    I r<c  . 

St.    Viricerit    Hospital    -   Section  of 
Irifect  ious  Diseases 

WorcBSt er    C \ t  y   Hosp its: 

Wor  ce  s  t  er   Mernor  \;  a  1    Ho  s  pital 

Urii versity  of  Massachusetts  Hospital 
Blood  Bank 


yes 
yes 
ye& 

yes 

y  e  s 
yes 


University  of  Massachusetts  Med  Ct r  Clio  yes 
M  i  c  r  o  b  i  o  1  og y   L  a  b 

Coct  or  5   Hosp i t  a  1    of   Wore  est  e  <    Lab,     I  he .  yes 

Fair-1  awri  Hosp i  t  a  1  yes 


yes 
yes 

yes 

yes 
yes 
rio 

yes 

r»o 


